REVISIONS 


A | REVISED LENGTH OF HOUSING 7/17/08 
AND UPDATED ASSEMBLY TO CLB 
MATCH 


ITEM #10 WAS G10011 9/22/11 
CLB 


NOTES: 
OPTIONAL: USE ADDITIONAL WASHERS TO SHIM AS REQUIRED 


(WITH RHEOSTAT) 


G12889 RHEOSTAT MODIFIED GENEVA 
NAS1149FN632P| FLAT WASHER, #6 X .032 GENERIC 


es er FLAT WASHER, 3/8 X .063 GENERIC 
[7-2 _[xcn7008-174 [KNOB RADAR 
aoe ieee SELF-LOCKING NUT GENERIC 
| 5 | 12 [6C37PPMSB___ | SCREW, PAN HEAD, #6-32 X .38, BLACK GENERIC 
| 4 [| 1 [612989 | DOMELIGHT WIRING HARNESS GENEVA 


3 2 | 6129088 LIGHT FIXTURE GENEVA 
|__| _1_|svsee __ DOME LIGHT HOUSING P112-XL GENEVA 
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